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Stores Purchase 


Medical Education Department 

| RE - TENDER NOTICE 


Last date and time for sale of tender form 
24 -4- 2013 , 3 p . m . 

Last date and time of receipt of tender form 
25 -4-2013 , 2 .30 p . m . 

Opening date and time of tender - 25 -4 -2013 , 3 p . m . 

Tender forms will be sent through post if 
required provided due amount with sufficient postage 
charge ( t 50 ) is sent by way of Money Order in favour of 
the Principal, Government Medical College , 
Thiruvananthapuram , Kerala State , Pin -695 011. Money 
Order should reach this office on or before 15 - 4 -2013 . 
No other form of remittance will be accepted . 


No. C8/20911/2012/ MCT. 

19th March 2013 . 
Sealed competitive tenders in the prescribed Proforma 
are invited for the purchase of the following items required 
for the Professor & Head , Radiodiagnosis Department, 
Government Medical College Hospital,Thiruvananthapuram . 
Tender should be superscribed Tender number and 
addressed to the Principal, Government Medical College, 
Thiruvananthapuram , Pin -695 011. Details can be had from 
this office on working hours till 3. 30 p. m . 

Tender No. — 229 /2012 . 
Details of items - Barium Sulphate Suspension 

(1 Liter) — 50 Bottles. 

| Lead Divider 15 " x 6 " _ 5 
Nos. 

12 " x 5 " _ 5 Nos. 

Chest Stand Standard Adult Size - 2 
Nos. 
Cost of tender form (inclusive of VAT): 

Original 7 420 . 
Duplicate 7 210 . 


തിരുവനന്തപുരം മെഡിക്കൽ കോളേജിലെ റേഡിയോ 
ഡയഗ്നോസിസ് ഡിപ്പാർട്ട്മെന്റിലേക്ക് ആവശ്യമായ താഴെ 
പറയുന്ന സാധ ന ങ്ങൾ വിതരണം ചെയ്യാൻ താൽപര്യം 
ഉള്ളവരിൽനിന്നും മുദ്രവച്ച ദർഘാസുകൾക്ഷണിച്ചുകൊള്ളുന്നു . 
ദർഘാസ് ഫോറം തിരുവനന്തപുരം മെഡിക്കൽ കോളേജ് 
പ്രിൻസിപ്പാളിന്റെ ഓഫീസിൽ നിന്നും പ്രവൃത്തി ദിവസങ്ങളിൽ 
വൈകുന്നേരം 3.30 വരെ ലഭ്യമാണ്. 
ദർഘാസ് നമ്പർ 229/ 2012. 
സാധനത്തിന്റെ പേര് ബാരിയം സൾഫേറ്റ് സസ്പെൻഷൻ 

(1 ലിറ്റർ ) - 50 ബോട്ടിൽ 


ദർഘാസ് ഫോറത്തിന്റെ വില ( നികുതി ഉൾപ്പെടെ) : 

അസ്സൽ ( 420. 


ശരിപ്പകർപ്പ് 1 210. 


Earnest Money Deposits (one percentage ) of the 
total cost of the articles quoted for can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 


ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും - 24 - 4 - 2013 , 3 മണി. 


8 . 


ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും 25 - 4 - 2013, 2 .30 മണി. 


Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 


ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 25- 4 - 2013 , 
3 മണി. 


- 9 . 


Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected . 


10 . 


Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained . 


Belated tenders will not be considered under any 


ഫോറങ്ങൾ തപാലിൽ വേണ്ടവർ അയയ്ക്കുന്നതിനുവേണ്ട 
തുക ? 50 അധികമായി അയയ്ക്കേണ്ടതാണ്. ദർഘാസ് 

ഫോറത്തിന്റെ വില ഓഫീസിൽ നേരിട്ടോ മണിയോർഡർ 
ആയോ സ്വീക രി ക്കു ന്ന താ ണ്. അല്ലാതെയുള്ള എല്ലാ 
അപേക്ഷ കളും നിര സിക്കു ന്ന താണ്. ഫോറ ത്തോ ടൊപ്പം 
മുദ്രപ്രതങ്ങളോമറ്റേതെങ്കിലും ഡോക്യുമെന്റുകളോ അയയ്ക്കാൻ 
ആവശ്യപ്പെട്ടു കൊണ്ടുള്ളതും മേൽവിലാസം വ്യക്തമല്ലാ 
ത്ത തു മാ യ മണി യോർ ഡ റു കൾ നിര സി ക്കു ന്ന താ ണ് . 
മണി യോർ ഡ റു കൾവഴി ഫോറ ങ്ങ ൾ ആ വ ശ്യ പ്പെട്ടു 
കൊണ്ടുള്ള അപേക്ഷകൾ ഈ ആഫീസിൽ 15 - 4 - 2013 - ന് 
മുമ്പ് കിട്ടിയിരിക്കണം. താമസിച്ചു കിട്ടുന്ന മണിയോർഡറുകൾ 
നിര സി ക്കു ന്ന താ ണ് . ദർഘാസ് ഫോറം കൈമാറാൻ 
പാടില്ലാത്തതും ഒരിക്കൽ അടച്ച തുക തിരിച്ചു കിട്ടുന്നതുമല്ല . 
താമസിച്ചു കിട്ടുന്ന ദർഘാസുകൾ യാതൊരു കാരണവശാലും 
സ്വീക രി ക്കു ന്ന ത ല്ല . കൂടു തൽ വി വ ര ങ്ങ ൾ പവൃത്തി 
ദിവസങ്ങളിൽ ഈ ആഫീസിൽ നിന്നും ലഭിക്കുന്നതാണ്. 


circumstances. 


12. 


For Medicines , Surgicals and Materials , Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered for 
selection . 


13. 


Tenders should bear the Signature and full Postal 
address of the tenderers and witness wherever 


SCHEDULE 


necessary . 


14, 


| 1. 


The period for which the rates to be in firm — One 
year. 


The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 


The rates should be inclusive of all taxes, otherwise 
tender will be rejected without any notice and free 
delivery at the department concerned . 


15 . 


Specifications of the items are given in the list. 


16. 


3. 


Advance payments conditions will not be 
considered. 


Negotiation will be made only with the firm 
offering lowest price whose specification confirms 
to the requirements in the tender notification . 


Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 


- 17. 


5 . 


Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary ) neatly typed . 
Manuscripts should be avoided as far as possible. 


Tender will be opened in the presence of such of 
the tenderers or his authorized representatives who 
may present at the time. 


18. More details can be had from this office on 

working hours. 


Tenders should be accompanied with a formal 
agreement executed in * 100 Kerala non - judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 


Government Medical College , 
Thiruvananthapuram . 


- ( Sd.) 
Principal. 


TENDER NOTICE 


No. C8/ 23850 /2012 / MCT. 

19th March 2013. 
Sealed competitive tenders in the prescribed performa are invited for the purchase of Books for Book Bank 
Scheme 2012 - 13 required for the Officer in Charge, Central Library, Government Medical College, Thiruvananthapuram . 
Tender should be subscribed Tender Number and addressed to the Principal, Government Medical College , 
Thiruvananthapuram Pin -695 011. Details can be had from this office on working hours till 3 .30 p . m . 

Tender No. — 16 /2013. 
Cost of tender form ( VAT inclusive ): 

Original X 525. 

Duplicate X 263 . 
Last date and time of sale of tender form - 24-4-2013, 3 p . m . 
Last date and time of receipt of tender form — 25 -4 -2013, 2 .30 p . m . 
Opening date and time of tender - 25 - 4- 2013 , 3 p. m . 

Tender form will be sent through post if required provided due amount with sufficient postage charges ( 50 ) is 
sent by way of Money Order in favour of the Principal, Government Medical College, Thiruvananthapuram , Kerala State , 
Pin -695 011. Money Order should reach this office on or before 15 - 4 - 2013. No other forms of remittance will be accepted . 


-- തിരുവനന്തപുരം മെഡിക്കൽ കോളേജിലെ സെൻട്രൽ ലൈബ്രറിയിലേക്ക് ആവശ്യമായ ബുക്ക്ബാങ്ക് സ്കീം 2012 - 13 പ്രകാരം 
ബുക്കുകൾ വിതരണം ചെയ്യാൻ താൽപര്യമുള്ളവരിൽ നിന്നും മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . ദർഘാസ് ഫോറം 
തിരുവനന്തപുരം മെഡിക്കൽ കോളേജ് പ്രിൻസിപ്പാളിന്റെ ഓഫീസിൽ നിന്നും പ്രവൃത്തി ദിവസങ്ങളിൽ വൈകുന്നേരം 3 .30 വരെ 
ലഭ്യമാണ്. 

ദർഘാസ് നമ്പർ 16/ 2013. 
ദർഘാസ് ഫോറത്തിന്റെ വില ( നികുതി ഉൾപ്പെടെ) : 

അസ്സൽ ? 525. 

ശരിപ്പകർപ്പ് X 263. 
ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും സമയവും 24- 4- 2013, 3 മണി. 
ദർഘാസ് സ്വീകരിക്കുന്ന അവസാന തീയതിയും സമയവും 25- 4 - 2013, 2.30 മണി. 
ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 25 - 4 - 2013 , 3 മണി. 

ഫോറങ്ങൾ തപാലിൽ വേണ്ടവർ അയയ്ക്കുന്നതിനുവേണ്ട തുക (8 50) അധികമായി അയക്കേണ്ടതാണ്. ദർഘാസ് 
ഫോറത്തിന്റെ വില ഓഫീസിൽ നേരിട്ടോ മണിയോർഡർ ആയോ സ്വീകരിക്കുന്നതാണ്. അല്ലാതെയുള്ള എല്ലാ അപേക്ഷകളും 
നിരസിക്കുന്നതാണ്. ഫോറത്തോടൊപ്പം മുദ്രപത്രങ്ങളോ മറ്റേതെങ്കിലും ഡോക്യുമെന്റുകളോ അയയ്ക്കാൻ ആവശ്യപ്പെട്ടു 
കൊണ്ടുള്ളതും മേൽവിലാസം വ്യക്തമല്ലാത്തതുമായ മണിയോർഡറുകൾ നിരസിക്കുന്നതാണ്. മണിയോർഡറുകൾവഴി ഫോറങ്ങൾ 
ആവശ്യപ്പെട്ടുകൊണ്ടുള്ള അപേക്ഷകൾ ഈ ഓഫീസിൽ 15 - 4- 2013 - ന് 3 മണിക്ക് മുൻപ് കിട്ടിയിരിക്കണം. താമസിച്ചുകിട്ടുന്ന മണി 
യോർഡറുകൾ നിര സി ക്കു ന്ന താ ണ് . ദർഘാസ് ഫോറം കൈമാറാൻ പാടില്ലാത്തതും ഒരിക്കൽ അടച്ച തുക തിരിച്ചു 
കിട്ടുന്നതുമല്ല . താമസിച്ചു കിട്ടുന്ന ദർഘാസുകൾ യാതൊരു കാരണവശാലും സ്വീകരിക്കുന്നതല്ല . കൂടുതൽ വിവരങ്ങൾ 
പ്രവൃത്തി ദിവസങ്ങളിൽ ഈ ആഫീസിൽ നിന്നും ലഭിക്കുന്നതാണ്. 


LIST OF BOOKS 


Title 


Author 


Publisher 


Edition 


Si. 
No. 
- (1) 


No. of 
Copies 


(2) 


(3) 


Department of Anatomy 


A . K . Datta 


Latest 


Current Book 
International 


1 Essentials of Human Anatomy 
3 Volumes 

| 2 Text Book of Anatomy 
- 3 Developing Human 


Jaypee 


Inderbir Singh 
Moore K . L . 


Saunders 


(1) 


(3 ) 


(5) 


Neeta Kulkarni 


Jaypee 


Latest 


4 Clinical Anatomy for students 
problem solving approach 
5 Genetics in Medicine 

Margaret Thomson 
6 Principles of General Anatomy 


James Thomson & 


W . R . Saunders 


K . P . Basu Publishing 


A . K . Dutta 
Co .m Calcutta 


Clinically Oriented Anatomy 


Keith L . Moore 
Wilkins 


Lippincot Williams & 


8 


Clinical Anatomy for medical students 


Lippincot Williams & 


9 


Richard Snell 
Wilkins 
Vishram Singh 
Kelly 


Elsevier 
Current Books Int. 


©a–aaaaaaaaaaa 


11. 


Pas 


S Chand & Co. 


Text Book of Clinical Neuroanatomy 
Bailey ’sxt book of Microscopic 
Anatomy 
Basics of Human Anatomy 
Text Book of Clinical Neuro Anatomy 
Basics ofMedical Genetics 
Cunningham s Manual of Practical 
Cunningham ’s Text Book of Anatomy 
Langman s Medical Embryology 


12 


Ranganathan 
Vishram Singh 
G P. Pal 


Elsevier 


13 
14 
15 
16 


G J. Romanea 
T. W . Sadler 


Oxford University 
Oxford University Press 
Lippincott Williams & 
Wilkins 


G P. Pal 


Churchill Livingstone 


17 
18 
19 
20 


Text Book of General Anatomy 
Grays Anatomy 
Text Book of Histology 
Grants Method of Anatomy 


Richard L . Drake 
Hamilton Bailey 
J. V. Basmijan 


wunn 


Department of Applied Nutrition 


1 


Nutrition and Child Development 


K . E . Elizebeth 


Jaypee 


Latest 


2 


2 Mother & Child Care : 
A Practical Guide 


Ghosh 


Jaypee 


Department of Biochemistry 


Latest 


1 
2 
3 


McGraw Hill 
Bethany J. Mathews Anmol 
Vasudevan , Sreekumary Jaypee 


onwen 


Harper s Illustrated Biochemistry 
Encyclopaedia of Biochemistry 
Text Book of Biochemistry for 
Medical Students 
Principles of Biochemistry 
Biochemistry 
Text Book of Medical Biochemistry 
Text Book of Biochemistry for 
Medical Students 
Biochemistry 
Medical Biochemistry 
Text Book of Medical Biochemistry 


Lehninger 
Strayer 
Chatterjee 
Sathyanarayana 


M . C . Millan 
Ahuja 
Jaypee 


6 


8 
9 
10 


Deba Jyothi Das 
Dinesh Puri 
Bhagvan 


Academic Publishers 
Elsevier 


Elsevier 


(3) 


(4 ) 


(5) 


(6) 


Department of Cardiology 


1 


Fundamentals of ECG 


Vipin Gupta 


Latest 


2 


Thorne Sones 


Adult congenital heart disease 
Essential Interventional Cardiology 


Arya Publishing 
Company 
Oxford University Press 
Elsevier 


3 


Norell 


Department of Community Medicine 


Latest 


Marine Rajan Joseph 
Park 


Jaypee 
Banaradidas 


2 


1 Epidemology for undergraduates 

Park ’s Text Book of Preventive 

and Social Medicine 
3 Introduction to Health Statistics 
4 Public Health and Preventive 

Medicine 
5 Text Book of Preventive and Social 

Medicine 
6 Text Book of Preventive and Social 
Medicine 


Swaroop 
J. M . Last 


Bhaskara Rao 


Gupta & Ghai 


Department of Dermatology and Venerolgy 


Stephen E . Wolverton 


Saunders 


Latest 


2 
3 


Comprehensive Dermatologic 
Drug Therapy 
IAL Text Book of Leprosy 
Sexually Transmitted Infections 


Jaypee 
Elsavier 


Bhushan Kumar 


Department of ENT 


Elsevier 


Latest 


Dhingara 
B . S . Thuli 
Bhargava 
Maqbool 
Loganturner 


Paras Publication 
Usha Publication 
Jaypee 
W . B . Saunders 


1 Diseases of ENT 
2 Clinical Methods in ENT 
3 ENT Diseases 
4 Text Book of ENT Diseases 

5 Loganturner s diseases of the 
Nose , Throat and Ear 

6 Bailey s Otolaryngology , head and 
Neck Surgery 9780781755610 

7 Diseases of Ear, Nose and Throat 

8 Text Book of Ear, Nose and Head 
and Neck diseases 


-Nwwnur 


Bailey 


B . K . Roy Chowdhury 
P. Hazarika & 
D . R . Nayak 


Lippincott Williams & 
Wilkins 
Bijoya Publications 
CBS Publishers 


NN 


Department of Forensic Medicine 


K . S. Narayana Reddy 


Om Sai Graphics 


Latest 


5 


Umadethan 


w 


1 The essentials of Forensic 

Medicine and Toxicology 
2 Principles and Practice of Forensic 
Medicine 
3 Forensic Medicine 

M . R . Chandran 


Swamy Law 
Publishers , Kochi 
Orient Longman 


Guharaj, 


N 


(1) 


(2) 


(3) 


(4) 
Elsevier 


(5) 
Latest 


(0 
2 


Krishan Vij 


P. C . Dikshit 


4 Text Book of Forensic Medicine 
and Toxicology 

5 Text Book of Forensic Medicine 
and Toxicology 

6 JB Mukerjee s Forensic Medicine 
and Toxicology 


Pee Pee 


R . N . Karmakar 


Academic 


Department of Medicine 


Boon 


Churchill Livingstone 


Latest 


a 


Kumar & Clark 
Weatherall 


W 


Saunders 
Oxford University Press 
Mc Grawhill 


Lawrence 


1 Davidson s Principle and Practice 
of Medicine 

2 Kumar and Clark Clinical Medicine 
3 Oxford Text Book of Medicine 

4 Current Medical Diagnosis and 
Treatment 

5 Hutchison ’s Clinical Methods 
6 Macleod s Clinical Medicine 

7 Harrison s Principles of Internal 
Medicine 

8 Text Book of Medicine 
9 Clinical Medicine 


W 


Swash 
Graham Douglas 
Anthony S. Fauci 


Saunders 
Churchill Livingstone 
Mc Graw Hill 


w 


K . V . Krishna Das 
K . V . Krishna Das 


Jaypee 
Jaypee 


NW 


Department of Microbiology 


Orient Longman 


Latest 


Ananthanarayanan 
Chakraborthy 
Greenwood 
Shanson DC 
Forbes Sahm 


Churchill Livingstone 
Butter Worth 
Mosby 


NNNNa 


Al-Doorey 
Chatterjee 


1 Text Book of Microbiology 
2 Text Book of Microbiology 
3 Medical Microbiology 
4 Microbiology in Clinical Practice 

5 Bailey and Scott s Diagnostic 
Microbiology 

6 Medical Mycology 

7 Text Book of Parasitology, 
Protozology and Helminthology 

8 MedicalMicrobiology 
9 Parasitology 
10 Medical Parasitology 
11 Microbiology 
12 Mackee & Mc Cartney Practical 
Medical Microbiology 

Barrie P . Marmion , 
Antony Simmon 


Elsevier 
CBS Publishers 
ASM Press 


Partrick R . Murray 
Chatterjee 
Line Garcia 
Baveja 
J Gerald Collee, 
Andrew a Transer, 


NNNNN 


Elsevier 


Department of Obstetrics & Gynaecology 


Latest 


Jaypee 
Jaypee 


1 
2 
3 
4 


Text Book of Gynaecology 
Text Book of Obstetrics 
Text Book of Obstetrics 
Text Book of Gynaecology 


Sheila Balakrishnan 
Sheila Balakrishnan 
D C Dutta 
D C Dutta 


( 1) 


(3) 


(4 ) 


(5 ) 


Latest 


Robert Shaw 
Mudalia and Menon 


Elsevier 
Longman 


5 Shaws Text Book of Gynaecology 

6 Mudaliar and Menon s Clinical 
Obstetrics 

7 Novak s Gynaecology 
8 Williams Obstetrics 


Koeppan & Stanton 
Cunningham 


Elsevier 
McGrawhill 


Department of Ophthalmology 


Latest 


1 
2 
3 
4 


Text Book of Ophthalmology 
Clinical Ophthalmology 
Parson s diseases of the Eye 
Basic Ophthalmology 


Khurana 
Kanski 
Sihota Tandon 
Renu Jogi 


Butter Worth 
Elsevier 
Jaypee 


Department of Orthopaedics 


Latest 


1 
2 
3 


System of Orthopaedics 
Fracture and joint injuries 
Orthopaedics 


Butter Worth 
Churchill Livingstone 
Lippincott Williams & 


4 
5 
6 
7 
8 


Churchill Livingstone 
Churchill Livingstone 


Graham Apley 
Watson Jones 
Samual F Turk 
Wilkins 
Adam s 
Adam s 
Crawford Adam s 
John Ebnezar 
Maheswari 


Outline of Fractures 
Outline of Orthopaedics 
Operative Techniques 
Text Book of Orthopaedics 
Essential Orthopaedics 


Jaypee 
Jaypee 


Department of Pathology 


Latest 


1 
2 
3 
4 
5 
6 


Robbins Pathologic basis of disease 
Text Book of Pathology 
General and Systematic Pathology 
Practical Pathology 
Essentials of Surgical Pathology 
Lymphnode Biopsy 


Cortran 
Harsh Mohan 
Underwood 
Uma Chaturvedi 
Das Gupta 
Harry Loachin 


Elsevier 
Jaypee 
Churchill Livingstone 
Arya Publications 
NCBA 


aaaaaamat7maaaaaaaaaaa– 


Department of Paediatrics 


K E Elizebath 


Latest 


Jaypee 
Lippincott W & W 


CBS Publishers 


1 Paedic Knots 

2 Avery s Neonatology : 
Pathophysiology and Management 
of the New born 

3. Text Book of Paediatrics 
4 Care of Newborn 
5 Text Book of Paediatrics 
6 Fundamentals of Paediatrics 
7 Clinical Methods in Paediatrics 
8 Avery s disease of new born 
9 Paediatric Nephrology 


O P Ghai 
Meharban Singh 
Nelson 
K E Elizebeth 
Piyush Gupta 
Avery 
Ellis D Aoner 


Saunders 
Jaypee 


Elsevier 


(3) 


(5) 


(6) 


Department of Pharmacology 


Mc Graw Hill 


Latest 


1 Goodman and Gilman s the 
Pharmacological basis of 
Therapeutics 


Laurence, Brunton , 
Bruce Chabner, Bjorn 
Knollman 


HL Sharma, 


Paras 


2 Principles of Pharmacology 

KK Sharma 
3 Essentials of Medical Pharmacology 

4 Pharmacology & 
Pharmacotherapeutics 

5 Medical Pharmacology 
6 Pharmacology 
7 Pharmacology 


KD Tripathi 
R S Satoskar , 
S D Bhandarkar 


Popular Prakasam 


Padmaja Udayakumar 


Elsevier 


H Rang, Dale J 
Tara V Shanbagh 


Department of Physical Medicine & Rehabilitation 


1 


Text Book of Rehabilitation Medicine 


Howard 


Latest 


2 


Machnab s Backache 


Wong & Transfeldt 


Mellen 


3 
4 
5 


Sports Medicine Secrets 
Geriatric Medicine 


Schrier 


Saunders 


Physiotherapy in Pregnancy 


Hiranandani 


Department of Physiology 


Robert M Berne, 


Mosby 


Latest 


1 Physiology 

Mathew N Levy , Bruce 
M Koeppan , Bruce A . 
Stanton 
2 Text Book of Medical Physiology 

John E Hall 


Arthur C Guyton , 


Saunders 


N 


Sarada Subramanyan , 


S Chand & Co. Ltd . 


N 


A K Jain 


3 Text Book of Human Physiology 

K Madhavankutty 
revised by HD Singh 

4 Text Book of Physiology 
(Vol. 1 & Vol. 2 ) 

5 Review of Medical Physiology 
6 Physiology Book of Medical Practice 
7 Text Book of Medical Physiology 


Acichal Publishing 
Co., New Delhi 


Wiliam F Ganong 


Lange Medical 


N 


Best & Tayler 


Williams and Wilkins 


N 


N Geetha 


Paras Publication 


w 


O 


Essentials of Medical Physiology 


Shembulingam 


Jaypee 


w 


9 


Medical Allied Agency 


N 


Human Physiology 
Text Book of Physiology 
Text Book of Physiology 


Chatterjee 
G K Pal 


10 
11 


N 


Debasis Pranik 


N 


(1) 


(2) 


( 3) 


(4) 


(5) 


(O) 


Department of Psychiatry 


Latest 


1 A Short Text Book of Psychiatry 
2 Introduction to Psychology 
3 Hand Book of Psyschiatry in 
Palliative Medicine 


Niraj Ahuja 

Jaypee 
Morgan , King 

Mc Grawhill 
Harvey Max Chochinov Oxford University Press 


4 


Kaplan s Synopsis of Psychiatry 


Sadock , Kaplan 


LWW 


Department of Radio Diagnosis 


1 


Text Book of Radiotherapy 


Walter & Miller 


Latest 


David Sutton 


Churchill Livingstone 


3 


2 Radiology and Imaging for Medical 
Students 


Department of Surgery 


Das 


Latest 


Das 


Cusheri 


1. Clinical Methods of Surgery 

2 Practical Manual of Thyroid and 
Parathyroid 

3 A Practical Guide to Operative Surgery 
4 Text Book of Surgery 
5 Essentials of Surgery 
6 Principles of Surgery 

7 Bailey and Love short practice of 
Surgery 

8 Physical signs in Clinical Surgery 
9 Pye s Surgical Handicraft 


Azad 


Schwartz s 


Mc Grawhill 
Elsevier 


Bailey and others 


Hamilton Bailey 


Oxford University Press 


K M Varghese Co ., 


Bombay 
Shenoy 
Sabiston 


CBS Publishers 


Elsevier 


10 
11 
12 
13 


Manipal Manual of Surgery 
Text Book of Surgery 
Text Book of Surgery 
Perl ’s Text Book of Clinical Surgery 


Jaypee 


Sree Ram Bhatt 
Dayananda Babu 


Jaypee 


Department of Transfusion Medicine 


Haematology 


Decruchy 


Latest 


Grecer 


Blackwell 


2 Wintrobe s Haematology 

3. Text and Practical Haematology 
MBBS 


Tejinder Singh 


Humana Press 


4 Platelet Function : Assessment, 
Diagnosis and Treatment 
( Contemporary Cardiology) 

5 Blood Transfusion in Clinical 
Methods 


Martin Quinn , 
Desmond Fitzgerald , 
Dermott Cox 


Mollisson s 


Blackwell 


(1) 


(2) 


(3) 


(4) 


(5) 


(0 


Books for P. G Students 


Mathiharan 


Latest 


Lexis Nexis or 
Butterworth 


Gunasekharan 
Vishram Singh 
SD Gangane 


Bailey 


Churchill Livingstone 


Andersen R H 
Kronenberg 
Yunis 


Elsevier 


Snell 


Greenwood 


1 Modi s Text Book of Medical 
Jurisprudence and Toxicology 

2 Text Book of Human Histology 
3 Gross Anatomy Text Books — 3 Vols. 
4 Human Genetics 

5 Biochemistry — A case oriented 
Approach by Montgomery 
6 Text Book of Histology 
7 Cardiac Anatomy 
8 Williams Text Book of Endocrinology 

9 Human Chromosome Methodology 
(Cytogenetic ) 

10 Neuro Physiology 
11 A guide to Microbial Infections, 
Pathogenesis, Immunology, 
Laboratory diagnosis 
and control 
12 Hinman s atlas of Urological Anatomy 
13 Exfoliative Cytopathology 
14 Community Medicine with Recent 
Advances 

15 Text Book of Medicine Cecil & Loeb 
16 Campbell s Operative Orthopaedics 
17 Stedman s Medical Dictionary 
18 Manual of Nephrology 

19 Osteoarthritis : Diagnosis and 
Medical Surgical Management 

20 Reading EEG s : A Practical 
Approach 


Mac Lenn 
Zaher M Naib 
A H Suryakantha 


Little Brown and Company 


Mosby 


Robert W . Schrier 


Lippincott 


Moskowitz 


Saunders 


Greenfield Geyer & 
Carney 


Lppincott Williams & 
Wilkins 


SCHEDULE 


1. 
2. 


3. 


4 . 


The period for which the rates to be in firm -One year. 
The rates should be inclusive of all taxes, otherwise tender will be rejected without any notice and free delivery 
at the department concerned . 
Advance payments conditions will not be considered . 
Tender forms are neither transferable nor the cost of it will be refundable under any circumstances . 
Tenders are to be sent with details and illustrated pamphlet (wherever necessary) neatly typed . Manuscripts should 
be avoided as far as possible . 
Tenders should be accompanied with a formal agreement executed in * 100 Kerala-non - judicial stamp paper together 
with required sum of Earnest Money Deposits. 


5. 


6 . 


7 . 


8. 


9. 
10. 


Earnest Money Deposit ( One Percentage) of the total cost of the articles quoted for can be remitted by way of 
crossed Demand Drafts drawn in favour of the Principal, Government Medical College, Thiruvananthapuram . 
Firms will be exempted from furnishing Earnest Money Deposit if they had produced the duly attested copies of 
relevant certificate along with their tenders . 
Tenders Unsealed , Unsigned or submitted without superscription as specified are liable to be rejected . 
Tenders submitted with insufficient Earnest Money Deposit will not be entertained . 
Belated tenders will not be considered under any circumstances. 
For Medicines, Surgicals and Materials, Samples should be submitted along with the tender. Tenders without 
samples will not be considered for selection . 
Tenders should bear the Signature and full Postal address of the tenderers and witness whereever necessary. 
The undersigned reserves the right to reject any tender wholly or partially without any prior information to the 
tenderers . 
Specifications of the items are given in the list. 
Negotiation will be made only with the firm offering lowest price whose specifications confirm to the requirements 
in the tender notification . 
Tender will be opened in the presence of each of the tenderers or his authorized representatives who may present 
at the time. 
More details can be had from this office on working time. 


13. 


15. 
16 . 


17, 


18. 


Government Medical College , 
Thiruvananthapuram . 


( Sd.) 
Principal. 


ദർഘാസ് പരസ്യം 


ആശുപത്രി അധികാരികൾ കരാറുകാരന്റെ പേരിൽ ആഹാര 
സാ ധ ന ങ്ങൾ വിൽക്കു വാൻ വേണ്ട പി . എ ഫ്. എ . നിയമ 
പ്രകാരം നൽകിയ ലൈസൻസ് ഹാജരാക്കേണ്ടതാണ്. 


നമ്പർ ബി2/ 10015/ 2012. 


2013 മാർച്ച് 13. 


ആലപ്പുഴ, വണ്ടാനം ഗവൺമെന്റ് റ്റി . ഡി . മെഡിക്കൽ 
കോളേജ് ആശുപത്രിയിലേക്ക് 2013 - 14 കാലയളവിൽ താഴെ 
പറയുന്ന ആഹാര സാധനം വിതരണം ചെയ്യുന്നതിന് മുദ്രവച്ച 
ടെണ്ടറുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . ടെണ്ടറിന്റെ ഉദ്ദേശ മൂല്യം 
? 25, 00,000 ആണ് . 


ടെണ്ട റി നോ ടൊപ്പം ടെണ്ടർ തുകയുടെ 1 % വരുന്ന 
തുക ( നിരതദ്രവ്യം) ബാങ്ക് ഡാം , സ്റ്റോർ പർച്ചേയ് 
നിയമത്തിൽ അനുശാസിക്കുന്ന പ്രകാരമുള്ള താൽക്കാലിക 
കരാർ X 100- ന്റെ മുദ്രപ്പത്രത്തിൽ സമർപ്പിക്കേണ്ടതുമാണ്. 
സർക്കാർ സ്ഥാപനങ്ങളിൽ ആഹാര സാധനങ്ങൾ നൽകുന്ന 
തിന് നില വി ലു ള്ള എല്ലാ നിയ മ ങ്ങളും കരാറു കാ രൻ 
പാലിക്കേണ്ടതാണ്. 


ഇനവിവരം 


ബഡ് (വെള്ള) - 800 ഗ്രാം പായ്ക്കറ്റ്. 


( ഗവൺമെന്റ് അനുശാസിക്കും വിധം ഗുണമേന്മയുള്ള 
തായിരിക്കണം.) 


മേൽപ്പറഞ്ഞ ആഹാര സാധനം വിതരണം ചെയ്യുവാൻ 
ഉത്തരവ് ലഭിക്കുന്ന കരാറുകാരൻ ടെണ്ടർ തുകയുടെ 5 % 
വരുന്ന തുക സെക്യൂരിറ്റി ഡെപ്പോസിറ്റായി നൽകേണ്ടതും, 
അതിനോടൊപ്പം വിതരണം സുഗമമായി നടത്തുന്നതിനുള്ള 
കരാർ ? 100- ന്റെ മുദ്രപത്രത്തിൽ നൽകേണ്ടതുമാണ്. 


ടെണ്ടർ ഫോറം ആവശ്യമുള്ളവർ അതിന്റെ വിലയായ 
? 3, 800 -ം വിൽപ്പന നികുതിയും, ഡ്യൂപ്ലിക്കേറ്റ് ഒന്നിന് ? 1,900 - o 
വിൽപ്പന നികുതിയും 25 - 4- 2013 പകൽ 3 മണി വരെ ഈ 
ആശുപ്രതി ഓഫീസിൽ അടച്ച് ടെണ്ടർ ഫോറം വാങ്ങാവു 
ന്നതും, പൂരിപ്പിച്ച മുദ്രവച്ച ടെണ്ടറുകൾ 26- 4- 2013, 11 മണി 
വരെ ഈ ഓഫീസിൽ സ്വീകരിക്കുന്നതും അന്നേ ദിവസം 
പകൽ 2.30 - ന് ടെണ്ടർ സമർപ്പിച്ചവരുടേയോ അധികാരപ്പെടു 
ത്തിയവരുടേയോ സാന്നിധ്യത്തിൽ തുറക്കുന്നതുമാണ്. 


കൂടു തൽ വി വ ര ങ്ങൾ ബന്ധ പ്പെട്ട ആശുപത്രി 
അ ധി കാ രി ക ളിൽ നിന്നും പ്രവൃത്തി സമ യ ങ്ങ ളിൽ 
ലഭിയ്ക്കുന്നതാണ്. 


സൂപ്രണ്ടിന്റെ കാര്യാലയം, 
ഗവൺമെന്റ് റ്റി. ഡി. മെഡിക്കൽ 
കോളേജ് ആശുപത്രി, 
വണ്ടാനം, ആലപ്പുഴ. 


- ടെണ്ടർ നിബന്ധനപ്രകാരം കരാറുകാർ, ടെണ്ടറിനോ 
ടൊപ്പം ഈ സ്ഥാപനത്തിന്റെ പരിധിയിലുള്ള ബന്ധപ്പെട്ട 


( ഒപ്പ്) 
സൂപ്രണ്ട്. 


